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[Abstract:] Experimental dies and coins destroyed. 

Mint of the United States at Philadelphia, Pa. 
Engraver’s Department, 

December 18, 1891 

Sir 


I have this day destroyed all experimental dies of the new design for subsidiary coins of 
the date 1891 and also all pieces struck therefrom. 

Very respectfully 
Chas. E. Barber 
Engraver 

Hon. O.C. Bosbyshell 
Superintendent 



